﻿;       9519 interrupt controller command definitions:


mskreg  equ     0b0h            ; selects mask register
irrclr  equ     040h            ; clears i'rupt request register
ircrst  equ     000h            ; resets interrupt controller
ircdis  equ     0a2h            ; disables 9519
ircen   equ     0a1h            ; enables 9519
irrato  equ     0c0h            ; selects selects auto clear register
ircrsp  equ     0f0h            ; load 3 response bytes
setmod  equ     080h            ; sets mode register from bits 0..4
ircmod  equ     000h            ; irq & gint active low, interrupt mode,
                                ; fixed priority, and separate vectors.